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Adelaide, 186, 242, 

224, 352, 379, 408, 437, 

Aldershot, 686 

Argentina, 548, 575 

Australia, 14, 43, 98, 127, 

186, 212, 242, 268, 297, 324, 
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Cape ‘own, 520, 548, 
686 


Castlebar, 128, 324 


Chatham, 

a. 43,. 186, 212, 242, 408, 437, 

Duna 128, 437, 465, 491, 520, 548, 
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The, by J. E. Kingsbury, 205 
Closin ious the Electrical Co., by 

mtractor,” 391; Maurice 
Jenks (Controller), 403 


Coai, economy, by A. H. Seabrook, 
of v. electric light, The 
by F ; 


Decimal coinage and the metric sys- 
tem, by Secretary, Compagnie des 
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S. Jeffrey, 

Electrical heating of The, 
by The Bastian Electric Co., 251 


Electrical market in India, The, by - 


J. Khanna, 487 
in "agriculture, by J. E. 
lew: 


Electricity and Govern- 

. Ment control, by Arbiter,’’ 317 

opiorment of disabled sailors and 
soldiers, by K. Hedges, 179 

Fans for military hospitals, by R. 
Falshaw, 33; by E. Vickers, 94 

Female sub-station attendants, vy 
mercial,” 

Final grade classes for electrical in- 
stallation work, by A. P. La 
berg & Sons, 540, 571, 597, 623; 
ty A. P. Trotter, 571 

heat the front, by J. H. Pembry, 


167 

High prices, by C. C. Hodges, 261 
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How teenies is stolen at Shanghai, 
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Trade with Italy, by Cav. Hamilton 
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on systems, 60- 
cycle, by W. D. Lovell, 8, 
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Use of low-grade fuels, by Erith’s 
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Wire-drawing H. 
Worthington, 346 
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cookie stoves, American views on 
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Design, Power station, 584 
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Disabled sailors and soldiers, The em- 
ployment of, 136, 396 
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tion and, 668 
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count of the Admiralty method of 
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Dominican Republic, The, 209 
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report, 512 

Dublin fire incident, 551 

Dublin, More sniping in, 16 

Dublin’s electricity supply, 506, 551, 512 


“Electric vans for laundry work, 531 
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finite policy in Vienna, 480 

Electric vehicle progress, 15, 159, 173, 
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Electrical equipment of the U.S.S. 
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Electrical goods in South Africa, 521 
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Electrical industry in India, 
Electrical organisation, An America. 
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problem in South Africa, The 
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Farm, Electricity on the, 
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abroad, 617 

oe trade, 45, 159, 298, 409, 523, 


Foreign trade, Government assistance 
for our, 

Foreign trade representatives, 516 

Foreign undertakings in Russia, 

France, British goods for, 266 

France, Hydro-electric works in, 395 


France, Lighting restrictions in, 674 

France, Science and industry in, 325 

French. and Italian electrical industr; 
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pery, 382 
Italian Corporation, The British, 124 
Italian electrical ‘industry, 318 
Italian standard rules for Italy, 326 
Italian trade The, 
Italy, 182, 
Italy, in, 659 
Italy, The German element in, 171 


yaran and electrical export trade, 


Japan, Trade statistics of, 1915, 671 

Japanese electrical developments, 214 

oe electrical industry, The future 
ol, 

Japanese Government subsidy for elec- 
trical exports, 

Japanese porcelain, -405 

Japan’s electric lamp business, 204 

Johannesburg municipal electric_power 
station, The, by J. H. Dobson, 


Journalists to Liv 1 and Manches- 
_ter, Visit of, 


ELVIN’S life and work, Lord, ni 
r. A. Russell, 539 
Kinema operators, 494 


Tramways and. the, 


ABORATORY of Phy: sics and 
Mechanics, French National, 718 
Labour and demobilisation, 
Labour & industry, 31, 79, 117 
Labour 253 
Labour, The ment outlook .of, 353 
meter department, 


Lamp, A rtiew triangulation signal, 635 
Lamp business, somes electric, 204 
—_ efficiency, ture advances in, 


Lamp factories in Holland, 150 
Lamp manufacture in 600 
Lamp patents upheld, Tungsten, 147 
Lamp patents, Wire, 

voltage in the 


Lamps te Argentina, Electric, 405 
Lamps, Police flash, 663 
Lead, ‘58, 142, 226, 283, 395 
Absenteeism at electricity works, 663 
Accepting per A) of an order, 291 
Accident claim, 626 
Apprentices’ wages in war time, 569 
Assessment appeal of the Metropoli- 
tan Railway Co., 485 
w., & Co. vu. W. & 


Beck eon Co., 215 
British Power &c., 
v. Hodgson, 512, 
E. Electrical Co., 462, 


British Thomson-Houston Co., Ltd., 
v. Duram, 486, 625, 655, 680 
Brompton & Kensington Electricity 

Supply Co.—Quinquennial assess- 
ment, 121 
Christie v. Nobles Drug Stores, 122 
Colliers & flash lamps, 552 
Commercial Cable Co. v. The 
Government of Newfoundland, 


122 

Cox Walkers v. S. Dixon & Son, 66 

Crypto Electrical Co. v..C. & S 
Goodman, 

ane | Rubber Co. v. Humphries, 


Edison Swan Electric Co., 656 


* Electric ambulance or motor car, 523 


e libel action— 


Electrical, sentenced, 656 
Electrical meters & machinery con- 
demned by the Prize Court, 235 
Electrical worker’s claim, 
. Electrician fined, 410 
Electrician sentenced, ‘679 
Electricity works leaving certificate, 


~ Fraser & Chalmers v. The White- 
625 


cross Co., 

—,* electric patent for cleaning 
ile 

Hendon Supply Co. v. 
Collins, 656 

Henleys (W.T.) Telegraph Works 
Co. v. British & Foreign 
Agencies, 569 

High-speed 


5 patent ex- 
Hudson v. County Tailorin Co., 10 
Jaeger Bros. v. Greaves, 5 

& an electrolytic pro- 


92 
Leahy others v. 
upply Co., 71 
+ & Co. v. Swinden & Co., 


Lundberg, A. P., & Co.; v. Witting 
and Partners, 656 
a Electric Supply Corporation, 


Marconi 


Kerry Electric 


Lee, 


blackmail case—Sentence. 

Mar-oni shares—Litigation at an 
end—A deal in, 

Hobart Manufacturing Co.. 


Medley ». Dingwall, 598 
Mining electricians’ application, 598 
Monometer Manufacturing Co. v. 


Electric and Ordnance  Acces- 
sories Co., Ltd., 10, 
Munitions | cases, 35, 93, 187, 205, 


236, 
Newall ». Electro Flex Steel Co., 
Northern Counties Electric Supply 

Co. v. Steel, 410 
Pearmain v. Johnson & Phillips, 598 
Pembroke ~ D.C, v. The Diesel En- 


gine 
Post Office "tube railway & com- 
pressed air 512 


Pritchett & Gold & ag Power 
Storage Co., Ltd. v. The Hamble 

atin electric tramways—. a 

by the L.C.C., 568, 624, 656 P80 


Remy. magnetos dispute, 461 

Secret process in rubber _manufac- 
ture, 

Stealing’ electrical -g 155 

v. British Federa- 


462 
‘ticagerlag with a fuse box, 462 


— 
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LecaL—continued 


Tar oil for electricity generati 

_ plant.—Suffolk Electricity Co. 
German plant, 

tos Co. v Efandem Co., & Efan- 
dem Co. v. Telux Co., 568, 578 

Sieg of wire and electrical fittings, 


Thermit welding process, 236 j 
Toronto Electric Light Co. v. Cor- 
ae of the City of Toronto, 


_ Tramway passenger fined 


Using a per- 


mit 

Victoria Falls Power Co., Claim by 
the, 523 

Wheatstone-Morse machine 


—Petition for p n of 
patent, 4 

Winn v. Clark 605 

Woolley v. Watson Marsh & Co., 
410, 710 


Workmen's compensation, 292, 319, 
Works manager fined, 462 


Liberty, Lighting the aioe of 


magnets for loading iron,” 


Light production ‘in 
mechanis.n_ of, 
Lighieg by 

Taylor, 
Lighting companies & local authori- 
ties, by ‘“‘A Legal Contributor,” 


The 
Industrial, by 


bigness in motor garages, Electric, 


Lighting in picture theatres, 521 


AND Power, NoTes— 
Abercarn, 155 
Aberdeen, 155, 210, 266, ™ 406, 
517, 660 
Abertillery, 377° 
Aberystwyth, 70 
a 70, 266, 295, 463, 517, 


Aldershot, 124, 210, 350, 517 

Alloa, 210 

Amesbury, 210 

Ardsley, 517 

Argentina, 70, 124, 155, 210, 3821, 
489, 629 


Arklow, 683 
Ashton-under-Lyne, 183, 683 
Atherton, 156 
Australia, 11, 


580, 601 


Aylesbury, 716 


Baildon, 340, 518, 601, 716 
Balb~iggan, 
Ballybay, 321 
Ballyconnell (Cavan), 406 
Bangor, 57: 
Barking, 156, 406, 689 
Barnes, 70, 183, 377, 463 
Barnsley, 434, 518, 573 
Barnstaple 
Barrow, 
Bath, 95, 295, ore, 660 
Batley, 40, 660 
Battersea, 41 
Beckenham, 184 
Bedford, 40, 210, 321, , 716 
Belfast, 12, 156, 489, a8, 629° 
Bentham, 406 
Bermondsey, 184, 406 
Bethnal Green, 126, 435 
Bettwsycoed, 545 
xhill, 95, 321 
Bingley, 12, 210, 321, 463, 601 
Birmingham, 518, 601, 629, 660, 684 
Bishop’ 's Castle, 95 
Bishop’s Stortford, 295 . 


Bradiord, 41, 70, 95 
, 489," 660, 716 


295 
Burnham (Som. ), 716 
Burnley, 41” 
Burton-on-Trent, 71, 184, 406 
Bury, 12, 601 
Bury St. Edmunds, 125 
Cahircween (Co. Kerry), 601 
Callington, 184, 545 
Canada, 41, 70, 156, 210, 240, 266, 
321, 350, 434, 518, 573 
Cardiff, 95 


Carlisle, 70 

Carmarthen, 574 
Carrickmacross, 406 
Castlebar, 

Castleblaney, 574 
Caterham, 70 

Chelmsford 

Chester, 12, 

Chesterfield, 156, 435 

Chile, 267, 322, 601, 716 - 
Christchurch, 322. 377, 489, 629 
Clacton-on-Sea, 295: 

Clyde 
Colchester, 41 

Colombia, 240, 350, 601, 660 
Bay. 716 

Coniston, 


124, 183, 210, 240, 
376, 406, 434, 517, 545, 573, | 


295, 377, 434, ~ 


* London 
490, 


~ Luton, 12, 41, 


Licutinc AND Power Notes—cont, 


Continental, 12, 125, 184, 210, 267, 
, 377, 435, 463, 489, 

518, 545, 574, 601, 660, 684, 716 

k, 601 

Coventry, 41 

Crayford, 350, 574 

Cc ton, 295, 351 - 

Cro; ae 95, 351, 684 

Dalkeith, 12 

Darlington, 125, 156, 518, 660 

Dawlisn, 41, 156, 295 


Deal & Walmer, ‘629, 660 


Dorking, 684 

Dover, 351, 601 
Drom 

Dublin, 295, 574, 629, 684 


East Ham, 490, 716 < 
Ebbw Vale, 377 

Eccles, 12, 630 

Edinburgh, = 95, 377, 406, 630, ,684 
Edmonton 630 

Elland, t6,, $22, 463, 660 

Ennis, 

Epson, 490, 546, 601, 716 

Erith, 240, 377 


Falkirk, 377, 601 
Farnham, *2 
Faversham, 630 
Featherstone, 684 
Finchley, 12, 630 
Folkestone, 518 

Fort William, 684 
France, 489, 545, 684 
Freach Indo-China, 125 


Frome, 156 
Fulham, 126, 322, 684 
Gelligaer, 156 


Gilinghein, 463, 518, 660 


Gloucester, 12 

Grantham, 41 

Grantown, 630 

Gravesend, 377 

Greenock, 184, 267, 574 

Grimsby,” a 

Hackney, 96, 518, 574, 630, 660 

ale, 156 

Halifax, 41, 70, 463, ‘546, 630 

Hammersmith, 12, 96, 156, 211, 377, 
490, 601 


Hampstead, 71 

Hampton, 

Herrogate, 70, 211, 518 
Harrow, 

Haslingden, 12, 41, 351, 377, 684 
Hastings, 41 

Hebburn-on-Tyne, 684° 
Hedworth, 267 

Hereford, 41, 156, 435 

Heston & Isleworth, 351 


Heywood, 70, 125, 490, 684 
High Wycombe, 96, 464 
Holmfirth, 70 

Hornsey, 377, 630 
Hinckley, 


Ipswich, 
Islington, 71,. 96, 490, 518, 684 


Keadby, 1 

184 

Keighley, 125 

Kendal, 12, 126, 630 
Kensington, 351, 716 

Kilkeel, 

Kilmarnock, 322, 464, 490, 684 
Kingston-on-Thames, 977,. 490 
Kingstown, 574 
Kingswinford, 240 

King’s Lynn, 71 

Kirkcaldy, 41, st 322 
Kirkheaton, 


Llandrindod Wells, 96 

Llandudno, 12, 96, 601 

London, 12, 41, 71, 96, 126, 156, 
184, 211, 240, 267, 322, 377, 407, 
435, 464, - 490. 546, 574, 601, 630, 
660, 684, 716 

County Council, 12, 126, 


Londonderry, 716 
Lossiemouth, 574 
Loughborough, 12, 684 
Lowestoft, 518 

uddenden 435 

, 322, 490 
Maidstone. 156, 


Malvern, 184, 660 


So 96, 126, 267, 407, 464, 
Mansfield, 96 


> Paisley, 685 


LicutiInc anp Powsr No1gs—cont. 
Market Drayton, 211, 601 
Marylebone, 156, 435 
Merthyr Tydvil, 126 
Mexborough, 96, 574 
Middlesbrough, 574 
Mid ileton, 12, 41 
Midlothian, 574 
Morocco, 464° 
New Zealand, 13, 126, 184, 296, 322, 

407, 518, 546, 601 
Newcastle-on-Tyne, 184 
(Mon.), 211, 407," 518, 
74 


Newton Abbott, 322 
Northampton, 377 
267, 322, 351, 435, 490, 518 


Norwich, 
Nottingham, 13, 684 


Nuneaton, 322, 

Oldham 13, 71, 157, 574 
Ormskirk Bol 
Otley, 


£18, 660 


Perth, 157, 211, 464 
Peterborough, 574 
Philippine Islands, 184 
Plymouth, 296, 630 
Poole, 96 
Poplar, 351, 574, 684 
Portsmou 
Portugal, 
India, 211 
Preston, 277 
Pwllheli, 322 
184 

adcliffe, 71, 436, 574 
Rathmines (C> Dublin), 41 
Rawdon & Yeadon, 574 
Rawtenstall, 96, 21], 351, 601 
Redruth, 436 
Reigate, 211, 240, 518 
Richmond-on-Thames, 


Oulton Broad, 


490 
Rickmansworth & Chorle: ‘Wood, 126 


Ripon, 267, 407, 518, 
Rochdale, 211, 267, 351, 660 
Rotherham, 126, 407, 518 
Rowley Regis, :26_ 

Royton, ‘296 

Russia, 210, 295, 489 

St. Annes-on-the-Sea, 660 

St. Helens, 42, 660 

St. Pancras, 322, 464, 574, 716 


ae 13, 126, 211, 267, 377, 436, 


Sevenoaks, 126, 240, 630 
Sheffield, 41, 184, 519, 546, 660 
Shipley, 13, 126, 
Shipstone-on-Stour, 323, 351 
Shrewsbury, 157 
Silkstone, 323 

Skelton & Brotton, 157 

South Africa,*71, 157, 490, 


685 
Southampton, 97, 296, 351, 716 
71, 323, 436, 48, 717 


Southend-on-Sea, 
South Shields, 323 
uth Wales, 
Southwark, 464 
South Yorkshire, 97 


12, 377, 574, 601, 716 


ih, 

Staffor 

Stepney, 601 

Stirling, 240 

Stockport, 157, 407, 490 

Stockton-on-Tees, 157, 407, 661 

Stoke Newington, 

Stoke-on-Trent, 13, 157. 

Straits Settlements, 185 

Stretford, 296 

Sunderland, 378, 436, 630, 685 

Sutton, 13 

Swansea, 42, 185, 296, 407, 464, 685 

Swindon, 

Swinton (Yorks), 519, 

Tasmania, 42, 71, 97, 
, 436, 

Taunton, 71 

Teddington, 71, 268 

Thirsk, 157, 685 

Thornton, 97 

Todmorden, 490 

Torquay, 157, 378, 661 

Tottenham, 97, 574 

Trowbridge, 157 

Tunbridge Wells, 42 

Turton, 157 

Twickenham, 268, 378 

Tynemouth, 464 

Uckfield, 


United States of America, 97, 211, 685 


407, §&46 
Walkden, 

Wakefield, 436 

Walsall, 42, 296, 546, 661 
Walthamstow, 97, 378, 574 
Walton-on-Thames, 
Warrington, 97, 157, 268, 296 
Waterford, 223, 407 
Watford, 126, 436 
Wednesbiry, 378 

Welsh Witer Powers, 71 
West Bromwich, : 
West Ham, aia » 602 ~ 
Weybridge, 42, 157 
Weymouth, 

Whitehaven, 71 

Wigan, 42, 296, 351, 407 
Willesden, 97, 126,602 
Wimbledon, 42, 126, 878, 661 
Winchester, 42, 71, 268, 436 
Windermere, 575 


Woking, 630 
Wolverhampton, 296, 519, 575 
Woolwich, 12, 518, 630 


Worcester, 42, 268, 407, 685 
Worksop, 240, 490 
Worsborough,; 240 


LicutInc aND PowseR Notes—cont, 
Worthing, 126 
Wrexham, 630 
Yarmouth, 185 
Yeadon; 661 
York, 13, 97, 630 
Yeovil, 13 


Lighting the Statue of Liberty, 688 
Lighting restrictions in France, 674 
of trees, 336 
Lights, nd lon, 242 

Lignite as station fuel, 380 

Linking up, 674 

— up & falling out, by “ Rover,” 


Linking up 505 
Linkin ectric wer stations, 
493, 52, 535, 604, ‘719 


LiguipaticNs— 
Adnil Electric Co., 124, 210 
Anglo Colonial Engineering Co., 155 
Asbestos Manufacturers, 183 
Aster Engineering Co. (1913), 69 
Bachelet Levitated Railway Syndi- 
cate, 159, 
Bachelet Shipbuilding, Engi: reering, 
& Ordnance Co., , 629 
Bachelet Shuttle & Loon Co., 159, 


629 
Bakelite Co., 321 
Baldur Engineering & Supply Co., 


Ltd., 239 
Biddle Automatic Signal, 155 
Blume, C. H., 434 

Bohler Bros. & Co., 321 
Bohndel, Otto, 69 

Boiler Scalers, 11 


Brinckmann E. M., & Co., 95 
British Bachelet Flying Train Syn- 
dicate, 159, 


British Exporters Association, 11 
Colston Electrical Works, 
Constant Vacuum Carburetter Syndi- 


cate, 95 
** Dac’? Accumulator Co., 
Derby Electrical Co., 
Dey Time Registers, 321” 
Electrical Oil Refining Co., 266, 489 
Electro Flex Steel Co., 69, ” 683 . 
Electro Steel Foundries, 489 
Excelsior (Aluminium) Solder Co., 95 
Feld Bros. & Co., 629 
Fleischaacher British Lamp Co., 95 
Flexible het a 210 
Fuel Gas, 
Accessories, 489, 


1 
Goldschmidt, Th., 40 
_Griesheim-Electron, 40 
Herbert Frood Co., 266 
High Tension Insulators, 210, 
Institute of Industry of Great 
tain & Ireland), 155 
Kingston Lighting Co., 489 
Leitner Electrical Co., 
Liverpool Lighting and Heating Co., 


Llanelly| Motor & Electrical Engi- 
neering Co., 40 

London Electron Works Co., 40 

Mechanical Transport, 183, 995 

Mond Nickel Co., 266 

Muller, C. A., 321 

Naylor Battery 


Omega Electric Lamp Co., Hammer- 


smith, 
Plutte Scheele & Co., 69 
yesellschaft, M.C.H., 


Resisto _Electrical 


‘0., 239, 
Phenix Electric Heating Co., Ltd., 
229 


Shaw Wireless, Ltd., 660 
Sherardising Syndicate, The, 95 
Switchgear a Co, 434 
Turner & Burger, 

Tyneside Engine Works (Cardiff), 


Manufacturing 


United Carborundum &  Electrite 
orks, 
Victory Smoke Consumer & Fue! 


Economi Co., 


Liquidations (see also under ‘ War 
ems Companies to be wound 


p 
Liverpool and Manchester, Visit of 
journalists to, 687 
Liverpool electrical dispute, 353 
Ljungstrém turbine, Axial exhaust for, 


London & North-Western Suburban 
Railway electrification, The, 144, 


Low grade fuel, The use of, 667 
Lubrication in "Diesel Piston 
= small end, by G. B. Vickers, 


——— compound for switches, Sclf-, 


MACHINE firin firing ne coal & gas, A 
dual method, 553 
rectifier,” The Alexanderson, 


Magneto, The Berkshire ignition, 259 
— for ioading pig iron, Lifting, 


Manager, A successful 

Manchester & District ‘Decimal “Asso- 
ciation, 663 

Manchester contract, A, 187 

— Corporation’ tube contracts, 


Manchester electric vehicle trial, 37 
Mannesmann Tube Works heal, 
he, 17, 


by 
the, 
and 
718 
De Vy 
3 Derby, 41, 95, 660 
ent, — Dewsbury, 156, 184, 377, 490 
Doncaster, 377 
635 
4 
in, 
~ Dudley, 295 < 
Dundalk, 267, 574, 630 
7 Dundee, 184, 211, 601 
Ealing, 125,.184, 435 : 
the Eastbourne, 70, 267, 377, 463 
5 
663 
Eton, 70 
569 Ewell, 716 
__| 378 Exeter, 41, 156, 601 
0., 
d., + 
62, 
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SS- 
7, 463, 490, 
684 
‘he 
1d, 
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S. 
es, 
123 
Bacup, 518 
le; 
Hexham, 267 ‘ 
ig 
ks : 
in Hong Kong, 184 
Horsham, 435 
Hove, 184, 322 
Huddersfield, 464, 546, 684 
10 Hull, 70, 96, 406, 574 : 
Iceland, 184 
o- Ilford, 12, 125, 377 
India, 125, 156, 267, 322, 464 
| 
Japan, 211, 267 : 
| pham, 300 
Blackpool, 95, 629, 660 
4 Bognor, 463, 545, 684 
e, Bolton, 406, 629, 716 
Bray (Wicklow), 684 : 
i Bridlington, 125 380 
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Korea, 267 
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: Leek, 12, 490 
Leyton, 630 
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Manufacture of electrical apparatus in 
ndia, The, 

Manufacturers represented in U.S.A., 
United Kingdom, 

Manufactures, United States census of 
electrical, 

Mechanics for the R.N.A.S., 45 

Memorial to Prof. Thompson, 74 

Memorial to Sir Wm. Ramsay, 

Men wanted for the R.E., 288 

Mercury are rectifier for charging small 
batteries, 312 

Merton, H. R., & Co., 45 

Metal market, 23, 134, 275, 387, 527, 


Metal workers’ wages, 214 

Metric system, Decimal coinage & the, 
23, 45, 99, 114, 131, 282, 439, 605 

Metric system_in the U.S.A., 158 

Metropolitan Electric Supply Co., 282 

Metropolitan Water Board employés, 


719 
Mexico, English electrical manufac- 
turers -imprisoned in, 
Mica from German East Africa, 324 
Minerals, British department of, 
ee Electric signalling in, 143, 146, 


Mirrors, The electrolytic coating of 
silvered, 
Modernising an electric supply under- 
taking, by E. M. Hollingsworth, 


fo: British industries, British, 
and co-operative electricity, 


Metals from Germany, 646 
Motor accelerating rheostats, Resist- 
= stepping of, by L. Boothman, 


Motor cars, A novel electric clutch 
gear for, 166 

Motor control apparatus, The choice of, 
b Perren Maycock, 

Motor  road-vehicles, Variable-speed 
gears for, by R. E. Phillips, 718 

Motor ship Glenamoy, 

Motors, Adjustable speed polyphase in- 
uction, 

Motors, single-phase repulsion 
induction, 

Motors, Control systems for traction, 


Motors, Joint action to develop road, 
Municipal Electrical ponies, 1916, 


gor 5, 52, 
Municipal electrical power station, The 
Johannesburg, by J. H. bson, 


222, 
Municipal. Tramway Association con- 


ference, 1916, The, 214, 340, 368 . ~ 


Music, Electrical, 
Mysore, Hydro-electric power proposals 
in, 121 


ATIONAL adaptability in war 
time, 

National economy in fuel, 51 

National electric power supply, 393, 


397, 439 

National Electrical -Contractors’ Asso- 
ciation, 507 

National Gas Council, 493 

National Insurance Act, 1911—Exten- 
sion of insurance, 
7 J. J. H. Stansfield, 287; On 

mpire’s decisions on unemploy- 

ment insurance, by J. J. H. Stans- 
field, 369, 434, 

Nationa! physical laboratory, 83 

National trade policy, The development 
of, 142 

Naval electricians, 46 


New - 

Accuratact Magnetos, 579 

Aluminium Solder Co., 272 

Ascog Metal Products (Glasgow), 189 

Association for che Protection of 
British Capital & Property in 
Enemy Countries, 

Automatic Loading Co., 18 

Birmingham Electrical Accessories 
Manufacturing Co., 

B. — (of London & Birmingham), 


British Aero Magneto Manufacturers’ 
Association, 

British Electric Trading Co.,; 102 

British Electro Chemists, 18 

British Italian Corporation, 102 

British Miniature Electric Vehicles, 


495 
Revival Manufacturing Co.. 


British Utilities, 328 
Carbic Italiano, 132 
Celynin Electric Light Co., 412 
~ Collins (Liverpool), John, Electric 
Jumping Horses Co., $28 


Elliott Bros. (London), 18 
Ellis, A., & Cd., 102 

Faraday & Son, 272 

Fellows Magneto. Co., 272 

Filbar Electric Heater, 18 ms 
Fullec’s Carbon & Electrical Co., 18 
General Engineering & Export Co., 


New CompPanies—continue 


Kilmalloch Electric Light & Power | 
Co., 47 


Latin-America Chamber of Ci ce 

in Great Britain, 328 
Leabank Manufacturing Co., 524 
London Lorries, 495 ef 
McLeod & Sons, 355 
Magnetic Waves, 384 : 
Midland Dynamo & Motor Repairs, 


690 
Midland Electric Co. (Southport), 690 
Milton Manufacturing Co., 
New London Electron Works, 495 
New Peto & Radford Accumulator 
Co., 132 
New Union Electric Co., 328 
Notable Electric Co., 328 
Phillips’ Magnetos, 132 
Reuter , (1916), 690 
Robin Hood Engineering Works, 18 
Russo-British Chamber of C 
in the United Kingdom for the 
promotion of commerce between 
the British .& Russian Empires 
(incorporated), 495 
Selson Engineering Co. (France), 579 
Selson Engineering Co. (Italy), 356 
Steel’s Electric and Engineering Co., 


272 

Stevens Petrol Electric Vehicles, 18 

Tele-Dis Services (Founders’-Com- 
pany), 553 

Thornton, W. R., & Son, 328 

Traction 553 

Troup, Curtis, Co., 18 

Tyne Electric Steel Foundries, 607 

Universal Electric Supply, 469 

Volta Magneto Co., 

Wey Engineering Co., 18 

Wolf - ety Lamp Co. (Wm. Mau- 
rice), 

Woods-Gilbert (British) Rail Grind- 
ing & Milling Co., 

Zinc Producers’ Association Proprie- 
tary, 468 


New Eecrricat Devices, FIttiIncs 
PLant— 


Arora’ cooking apparatus, 73 

Bitumen Mexican Eagle, 

Bowdon Thompson system of protec- 
tion for electric cables, 118 - 

Brake solenoids, Totally enclosed, 


B.T.H. instrument transformers, 10 

B.T.H. ironclad switch fuses, 73 

B.T.H. starting compensators, 90 

Bullet probe; An electric, 119 

“ By pass” paraffin attachment, 559 

Carbon-filament lamp, Gas filled, 373 

Carron electric fires, 

Chatterak telephone ag 235 

Commutator slotting tool, 

Concrete poles—A new method = of 
making, 

Convertible electric fires, 401 

Crompton half-watt lanterns, 288 

“D. G.” bowl fires, 

Ediswan Esco buzzer, 401 

Ediswan H,O cells, 

Egg cooker, Electrical, 178 

Fireproofing man-holes, 235 

Fluvent fuses, 178 

Frampton-Callender system of looping- 
in distributing mains, 

Gear wheel, Large, 678 

G.E.C. main regulators, 511 

G.EC. rotary converter traction 
equipment in Barcelona, 455 

“Gnita” electric gas lighter hand 
lamp, 

Hammer, Electric, 34 

Hosyood utensils, 35 

Induction motor winding, 263, 298 

“‘J.M.” fire extinguisher, 263 

“Kantarki” patent ironclad fuse- 
board, 510 

Klaxon factory signals, 559 

“ Kwik ” electric conduit fittings, 120 

Lampholder, Anti-vibration, 34 

Lamp locking batten holder, 90 

Lamp shade, Another. Mazda revolv- 


ing, 
“Lightning bug” electric lantern, 401 
electric-cooking plant, 


Liquid starting gear, 402 

Mining bells & relays, 670 
Motograph signs, 235 

Multiple contact starter, 26 
Outboard boat motor, Electrical, 
** Overseis ”? small lighting sets, 670 
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